ITU  X N ST U1  URBAN  DISTRICT  COUNCIL 
% ' 1 1 1 " 

Annual  Deport,  of  Ned  leal  Officer  of  Health.  1941 


Mr.  Chairman  and  G-entlemen, 

I have  the  honour  to  present  my  Annual  Report  for  the  year  . 
ended  31st  December  1941  Thin  is  again  a short  report. 

Social  conditions  remain  much  as  in  my  last  year’s  report. 
Unemployment,  among  both  men  and  women  was  practically  non  existent 

during  the  year. 

Births 

There  were  more  than  twice  the  number  of  births  than  in 


re  previous  year. 

Total  Births  ' Male 

female 

Stillbirths 

42  18 

' 24  • 

2 

Deaths  of  - Infants  ■ 

under  1 year  - 1. 

-3  at  h s 

T ot  a 1 De  a t h s U a 1 e 

Denial  j . 

40  20 

20 

This  is  an  increase  over  1940,  which  can  be  partly 


accounted  for  by  the  number  of  old  people  who  entered  the  district 
in  the  early  days  of  the  war  and  also  the  increase  in  population 

; cnerally. 

'ncidenco  of  Disease  . 

The  year  was  a healthy  one  on  the ' whole . There  was  little 
Influenza,  considerably  less  than  is  usual  in  peacetime  in  the  first 
quarter  of  the  year.  There  were,  however,  a certain  number  of  cases 
of  Pneumonia,  many  of  them  of  a,  mild  character,  mortality  being  very 
low.  These  were  not  confined  to  the  early  months,  but  occurred 
throughout  the  winter : nos sib ly  poor  night  ventilation  owing  to  the 
necessary  blackout  precaution  may  have  been  partly  responsible  for  this. 


Infectious.  Di ru- 


se other*  than  Tuberculosis 


The  numbers  of  these  were  very 
1 i yht  out  br  c a ! r.  of  V e a s le  s . 

Pi  s e a s o T ot a 1 . C~ s e s Not i f i e a 


slight  with  the  exception  of 

Cases  admitted  to  Total 
Isolation  Hospital  Deaths 


Scarlet  Fever 

2 

2 

- 

Pneumonia 

19 

. 

1 

Measles 

23 

- 

- 

Brysini las 

. 1 

- 

— 

v/h o op  ing  C ou gh 

5 

- 

Tuberculosis 

Total  Gases  Total  Deaths 

Respiratory  6 3 

Non  Respiratory  1 


Hospital  and  Nursing  Services  remain  as  before;  the 
Ilmihster  ambulance  and  Red  Cross  Detachments  have  done  excellent 
work,  turning  out  promptly  for  accident  cases  and  conveying  patients 
t o and  f r om  h o s p it  a 1 . 


atcrSuoyli  s 


The  necessity  for 
installation  of  an  oil  engine 
between  the  intake  works  and 
:„3in  was  thus  increased  from 


an  increased  water  supply  required  the 
driven  Booster  pump  on  the  water  main 
servicp  reservoir.  The  flow  in  the 
ICC, 000  to  180,000  gallons  per  diem. 


/ 


2 


Sewage  Disposal 

A new  stone  overflow  into  the  Rivor  lie  was  put  in 
near  the  Sewage  Trc  traent  works.  • . 

A Sewage  Retention  Tank  of  10 , 000  gallons  capacity 
was  constructed  in  the  Suction  Road  for  the  purpose  of  retaining 
sewage  during  temporary  L.  .-cakdown  of  pumping  machinery,  when  there 
was  a liability  to  overflow  of  sewage-  into  a nearby  ditch* 

Housing  • I fe.  Wm . B 


There  wore  severe 
and  no  possibility  of  abaromon 
orectod  during  the  year,  which 


1 cases  of  overcrowding  in  tho  district 
t at  present.  P.lt’ty  bungalows  wore 
were  immediately  occupied. 


I remain, 

Y our  s fa ith fully , 

\ * . • 

C.  C.  COURT.  M.B.,  Ch.B. 

D. P . R . , it . 0 . H . Ilminst cr  Urban . 


16th  October  1942. 


